One of the top Sewage Treatment Plant manufacturers and a brand that is highly focused on innovation is 
Waterman Engineers Australia. Due to our wide range of custom built and tested technology, we serve all 
industrial domains as a waste water recovery plant manufacturer and supplier. Sewage cleaned in a water 
treatment plant is safe to release into a waterbody and poses no environmental risk. For their numerous 
advantages, these plants are perfect for various municipalities, industries, etc. 


Every day, every hour, every minute, toilets, 
sinks, washing machines, drains, showers, 
sprays, dishwashers, and other household 
fixtures utilise water and produce sewage 
throughout Moreton Bay and the Sunshine 

Coast. The average person produces 162 litres 
of sewage every day. 
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> It includes anything you flushed down the toilet, sink, or 
drain. 

> We offer sewage treatment plants that carefully remove 
and treat all sewage from your residences, workplaces, 
and educational institutions every day. 

> As Sewage treatment plant manufacturer, we will tell you 
why it's so crucial to society. 


7 SEWAGE TREATMENT 
: PLANTS WORK. 
Disinfection pong ecaa > Physical contaminants 


> Chemical contaminants 
> Biological contaminants 


THE SEWAGE TREATMENT PROLES 
> SEWERAGE NETWORK 
> INLET WORKS 
> BALANCE TANKS 
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